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E.O. 11652: N/A 
TAGS: SNAR, PA 

SUBJECT: NARCOTICS: MONTHLY DEVELOPMENTS IN PARAGUAY-MAY 1974 

1. ACTING ON INFORMATION DEVELOPED BY THE ASUNCION 
DISTRICT OFFICE (DEA), AGENTS OF THE PARAGUAYAN NARCOTICS 
SQUAD (NNA) SEIZED 117 KILOGRAMS OF MARIJUANA AND ARRESTED 
TWO PARAGUAYAN SUSPECTS IN A MAY 22 RAID NEAR THE INTERIOR 
TOWN OF CAAGUAZU. EVIDENCE AT THE RAID SITE INDICATED SOME 
600 PLANTS HAD BEEN HARVESTED IN THE AREA. AGENTS ALSO 
DISCOVERED AND DESTROYED A SEEDLING BED CONSISTING OF 
100,000 PLANTS - ENOUGH TO HAVE SEEDED A 100 ACRE TRACT. 

2. A PIO/C FOR NARCOTICS LABORATORY EQUIPMENT FOR THE 
MINISTRY OF PUBLIC HEALTH AND SOCIAL WELFARE WAS PRE- 
PARED AND SUBMITTED TO AIDAV. 

3. TWO NNA AGENTS DEPARTED ASUNCION MAY 6 TO ATTEND 
THE CURRENT SIX- WEEK DEA COURSE FOR FOREIGN NARCOTICS 
OFFICERS IN WASHINGTON, D.C. 
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